THURSDAY, MARCH 22, 2018 


THROWBACK THURSDAY 

Oak Grove Elementary School 

Students left Oak Grove Elementary School for the last time on June 7,1974. Located on the northwest corner 
of Main Street and Deckner Avenue, the school was opened in 1915 and operated by the Preble School District 
until it merged with the Green Bay School District in 1965. The school closed in 1974 with the opening of Anne 
Sullivan School. The building was sold in 1977 and demolished prior to construction of the Oak Grove Profes¬ 
sional Building, 1640 Main St. 


THEN 



Students leave Oak Grove Elementary School for the last time on June 7,1974. 
The school closed that year and was sold and demolished in 1977. courtesy of 

NEVILLE PUBLIC MUSEUM OF BROWN COUNTY 


NOW 



Oak Grove Professional Building, 1640 Main St., in Green Bay usa today 
NETWORK-WISCONSIN 





































